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ABSTRACT 

Cryogenic propellants are readily heated when used. This poses a problem for rocket engine efficiency and 
effective boot-strapping of the engine, as seen in the “hot” LOX (Liquid Oxygen) problem on the S-l stage of 
the Saturn vehicle. In order to remedy this issue, cryogenic fluids were found to be sub-cooled by injection of 
a warm non-condensing gas. Experimental results show that the mechanism behind the sub-cooling is 
evaporative cooling. It has been shown that a sub-cooled temperature difference of ~ 13 °F below saturation 
temperature [1]. The phenomenon of sub-cooling of cryogenic propellants by a non-condensing gas is not 
readily available with the General Fluid System Simulation Program (GFSSP) [2]. GFSSP is a thermal-fluid 
program used to analyze a wide variety of systems that are directly impacted by thermodynamics and fluid 
mechanics. In order to model this phenomenon, additional capabilities had to be added to GFSSP in the form 
of a FORTRAN coded sub-routine to calculate the temperature of the sub-cooled fluid. Once this was 
accomplished, the sub-routine was implemented to a GFSSP model that was created to replicate an experiment 
that was conducted to validate the GFSSP results. 


EVAPORATIVE COOLING 


Figure 1 (right). Evaporative cooling mechanism. Initially, a LOX tank to Wl i02 . /Ti.02- 

saturation. After, gaseous Helium is injected. Evaporation of LOX occurs at the initial in 

gas-liquid interface which transfers a portion of the oxygen to the Helium bubble 
(mechanical diffusion). This Evaporation of LOX lowers the energy of the 
surrounding fluid which consequently causes the temperature decrease of the 

bulk liquid. hi Hein * T Hei„ 



ANALYSIS AND RESULTS 



Figure 2. Seen above is a comparison of two simulations to analyze how GFSSP handles the mixing of LOX and Helium. The GFSSP GUI model (left) illustrates a LOX 
line with He injector. The first step was too analyze mixing by running a simulation with the current GFSSP mixing calculations. It can be seen that there is no sub- 
cooling of LOX. Next, a steady-state model was created to alter the current mixing calculations to accommodate evaporative cooling. The results (right) of the user sub- 
routine show sub-cooling of LOX. 
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Figure 3. Schematic of LOX tank used in the Vaniman experiment [1], Figure 4. GFSSP GUI model representing the Vaniman tank experiment [2]. 
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Figure 5. Vaniman experimental results of LOX sub-cooling [1], 


CONCLUSIO N 

• It was found that normal modeling procedures with GFSSP could not be utilized and therefore an unconventional tank 
model was created. 

• GFSSP mixture options were analyzed and determination of which calculation package produced most accurate results. 

• A new derivation of the energy equation of mixing of fluids was created to simulate evaporative cooling. 
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